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FIGURE 20. MOUNTING PLATES FOR SELECTOR MAGNET DRIVER AND LOW LEVEL KEYER 
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Screw, 6-32 x 5/16 Fil 10 
Lockwasher 2 to 32 
Nut, 6:32 Hex 25 
Lockwasher 19,24 
Washer, Flat 19 

Nut, 6-40 Hex 20 5, 7, 
9,10, 13 to 17, 21,22, 
23,26 27,28,29,50,51,33, 
Nut, 440 Hex 6,7,9,11, 
20 

‘Nut, 640 Hex 25 
Lockwasher 2 
Lockwasher 19,20,21,22 
Lockwasher 2 

Washer, Flat 21 

Nut, 832 Hex 220,22 
Lockwasher 20,22 

Nut, 682 Hex 24,2829 
Washer, Flat 2,34, 6 to 
22,25 to 30,32 

Washer, Flat 2,4,5,15, 
17,23 

Spacer, .094" Thk 7,11, 
a 

Screw, 3-48 x 1/4 Fil 18, 
26,27,28,29,30 

Resistor, 2,000 Ohm 3 
Washer, Insulating 3,25 
Washer, Flat 14 

Washer, Flat 16,17 
Resistor, 380 Ohm 3 
Screw, 6-40 x 2.5/8 Rd 
3,18,25,31 

Screw, 640 x 1-7/8 Fil 


‘Screw, 10-32 x 15/16 Hex 
20,22 

Resistor, 1,000 Ohm 3 
‘Washer, Insulating 3,5, 
14,18,31 

Washer, Flat 12 
Washer, Flat 2 

Nut, 15/5232 Hex 9 
Locknut 11 
Lockwasher 25,29,50 
Lockwasher 4,27 
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94665 Screw, 640 Shoulder 2 
96258W Jumper, 3" White 32 
98718 Washer, Flat 2 

100657 Connector, 2 Pt 

Receptacle 6 
102092 Screw, 640 x 1-17/32 RD 
3 

103092 Connector, Cord 33 

103469 Screw, 4-40 Spl 2 

107116 Lockwasher 2,26,27,28 

110435 Nut, 440 Hex 16,17,25 

110743 Lockwasher 6,7,9,11,16, 

17,18,25,26,27,28,29 

111017 Screw, 6-40 x 5/16 Fil 6, 

7,89,11,32 

112080 Washer, Flat 2 

113442BK Jumper, 2-1/2" Black 16 

1134425 Jumper, 2-1/2" Slate 31 

113442Y Jumper, 2-1/2" Yellow 31 

113443 Jumper, 2-1/8" Orange 5 

114466 Connector, 3 Pt 

Receptacle 33 
114478 Nut, 15/3232 Hex 9 
114654 Strip, Terminal 4,23,27, 
28 

115358 Fuse, 1 Amp 9,24 

116783 Holder, Fuse 6,7,8,9,11, 

16,17,24,25,26,27,28,29 

117535 Washer, Flat 24 

118177 Resistor, 22,000 Ohm 24 

118180 Resistor, 10,000 Ohm 22 

118187 Resistor, 27,000 Ohm 4 

118193 Resistor, 10,000 Ohm 4 

118210 Resistor, 22,000 Ohm 25 

120216 Resistor, 1,800 Ohm 4,27 

121125 Washer, Spring 21,22 

121242 Clamp, 1/8 ID Cable 33, 

121243 Clamp, 3/16 ID Cable 2, 

15,21,25,33 

121244 Clamp, 1/4 ID Cable 15, 

16,1833 

121245 Clamp, 5/16 ID Cable 7, 

9,17,30,32.33 
121246 Clamp, 3/8 ID Cable 31, 
3 

121247 Clamp, 7/16 ID Cable 6, 
3 

121248 Clamp, 1/2 ID Cable 33, 

121249 Clamp, 5/8 ID Cable 19, 
33 
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121250 
121251 
121426 
121630 


125011 
125015 


125126 


125170 
125205 
125231 
125237 
125802 
129388 
129851 
129852 
129854 
129919 
129933 
137313 
137602 
139200 
139820 
142269 
143306 
143311 
143312 
143773 


144590 
144979 
145003 
145022 
145753 
146967 
147014 
148440 
148459 
150040 
150966 


151182 
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‘Clamp, 3/4 ID Cable 33 
‘Clamp, 1 ID Cable 33 
Jumper, 7-3/4" Black 11 
Washer, Flat 2,6,7,8,9,, 
10,11,14,24,25 

Washer, Flat 16,17,18 
Washer, Flat 2,3,5,16,17, 
18 

Screw, 2:56 x 9/32 Fil 4, 
27 

Screw, 832 x 5/16 Fil 19 
Screw, 640 x 7/16 Fil 24 
Nut, 10:32 Hex 24 
‘Spring, Compression 20,22 
Washer, Flat 25 

Resistor, 15,000 Ohm 31 
Resistor, 3,300 Ohm 4 
Resistor, 2,200 Ohm 4 
Resistor, 10,111 Ohm 22 
Fuse, SLBL 4 Amp 8,9 
Resistor, 1,200 Ohm 31 
Capacitor, 50 MFD 30 
Resistor, 470 Ohm 4 
Fuse, 1/8 Amp 15 

Fuse, SL-BL 2.5 Amp 6 
Fuse, SL-BL 3 Amp 11 
Fuse, SL-BL 1 Amp 25 
Jack, Black 9 

Jack, Red 9 

Connector, 16 Pt 

Circuit Card 17 

‘Screw, 6-40 x 1-3/8 Fil 
16,17 

Relay, 700 Ohm 29,30 
Relay 29 

Relay 4,5,26,27,28 
Bushing 21,22 

Resistor, 750 Ohm 25 
Relay 24 

Connector, 36 Pt Circuit 
Card 26,27,28,29,30 

Tab. Polarizing 26,27, 
28,29,30 

Screw, 6-40 x §/8 Fil 14, 
16,25 

Insulator, Terminal Block 
6.7.8,9,11,32 

Screw, 4-40 x 3/16 Hex 
26,27,28 


Part 
Number 


151335 
151346 
151415 
151416 
151418 
151427 
191442 
191629 
181630 
151631 
191632 


181637 


151657 


151658 


151659 


151687 


151689 
151692 


151693 
181722 


181724 
151732 


181827 
181939 
152893 


183017 
153455 
155484 
153538 
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Stud 6,7,8,9,11,31,32 
Screw, 6-40 x 3/8 Fil4, 
14 to 17, 23, 26 to 29 
Block, Terminal 6,7,8,9, 
11,32 

Nut, 6-40 Hex 6,7.8 
11,82 

Fuse, 10 Amp 6 
Plate, Clamp 14,25 
Screw, 6-40 x 1/2 Hex 3, 
15,17 

Nut, 6-40 Lug 3,16 
Screw, 6-40 x 1/4 Hex 6, 
7,8,11,15,17,18,27,28,28, 
30,33 

Screw, 6-40 x 5/16 Hex 2, 
4,6,10,12,16,17,21,26 to 
30, 32 
Screw, 6-40 x 3/8 Hex 3, 
9,10,13,15,16,17,19,21, 
2231 

‘Screw, 4-40 x 1/4 Fil 26, 
27,28,29 

Screw, 6-40 x 1/4 Fil 10, 
18 

Screw, 6-40 x 5/16 F6, 
7 

‘Screw, 6-40 x 1/2 Fil 26, 
27,28,29,30 

Screw, 4-40 x 7/16 Fl 
18,20,21,22 
Screw, 4-40 x 3/4 Fil 20, 
Screw, 6-40 x 3/16 Fil6, 
720,22 
Screw, 6-40 x 9/16 Ful 4 
Screw, 6-40 x 3/16 Hex 6, 
7,8,9,10,11,17 

Screw, 10:32 x 5/8 Hex 2 
Screw, 4-40 x 11/32 Fil 
19 

Strap, Terminal 6,7,11 
Grommet, Rubber 10,13 
Screw, 440 x 1/4 Hex 
20,21,22 

Nut, Speed 19,27,28 
Resistor, 600 Ohm 3 
Screw, 632 Sp13,13 
Screw, 6-40 x 7/16 Hex 
6,7,21,22 
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183622 
183631 


183803 
153817 
153819 


183841 
154697 


155045 
155750 
185751 
158752 
158753 
155754 
155755 
155858 
156536 
156632 
158286 
159658 
159931 
159932 
160229 
160847 
161136 


161239 
161525 


162357 
162358 
162359 
162360 
162861 


Description and 
Page Number 


Jumper, 5" Purple 32 
Network, Spark 
Suppression 3,4,5,12,13, 
24,26,27,28,29,30 
Jumper, 5" Slate 11,32 
Screw, 4-40 x 3/8 Hex 25 
Lockwasher 18,26,27,28, 
2930 

Screw, 6-40 x 9/16 Hex 2 
Grommet, Rubber 6,7,8,9, 
11,26,27,28,29 

Switch, SP-DT Toggle 9 
Sleeve, 3/32 ID x 1/2" 
Lg Insulating 7,11,14,16, 
17,24,29383 

Sleeve, 1/8 ID x 1" Lg 
Insulating 33 

Sleeve, 5/64 ID x 1/2" 
Lg Insulating 18,33, 
Sleeve, 1/8 ID x 1/2" 

[ug Insulating 33 

‘Sleeve, 1/16 ID x 1/2" 
1g Insulating 33 

Sleeve, 11/64 ID x 5/8" 
Lg Insulating 5,7,11,14, 
16,26,27,28,29,53 
Resistor, 700 Ohm 5,14 
‘Screw, 4-40 x 1/8 Fil 6,7 
‘Screw, 6-40 x 18/82 Hex 
56,7.8,9,11,21,23,24 
Transformer 6,7,8,9,10, 
1s 

‘Screw, 6-40 x 1-3/82 Hex 
1s 

Clamp 33 

Keeper 33 

Plate, Mounting 25 

Stud 24,27 

Fuse, SL-BL 6-1/4 Amp 
6711 

Connector, $6 Pt Plug 33 
Connector, 14 Pt Plug 
26,27,28,33 

Capacitor, 500 MFD 25 
Diode 25 

‘Transformer, Power 25 
Fuse, SL-BL 8 Amp 25 
Screw, 6-40 x 1.7/16 Fil 
5 
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165116 
165294 
165330 
168392 


165704 
165708 
165710 


165735 
165736 


171195 
171461 


171462 
171463 
171501 
171802 
171508 
171516 
171821 
171524 


171541 
171554 
171568 
171610 
171644 


172843 
173715 


173716 


173940 
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‘Clamp, 7/8 ID Cable $3 
Screw, 4-40 x 1/2 Hex 16, 


Bracket, Mounting 26,27, 
28,29 

Socket, Tube 25,26,27, 
28,29 

Screw, 12-24 x 5/8 Rd 19, 
27.28 

‘Terminal 6,7,9,11 

Guide, Wire 26,27,28,29 
Resistor, 1,000 Ohm 4,27 
Relay, 525 Ohm 26,27,28, 
29 

Cable w/Terminals 13 
Relay Assembly 1,13 
Jumper, 8-1/2" Green 8, 


Resistor, 1 Ohm 25 
Relay 12 
Relay 29,30 


Relay 29 
Resistor, 100 Ohm 27,28 
Resistor, 700 Ohm 3,4, 
12,27 

Diode 3,4,25 

Connector, 50 Pt Plug 33 
Socket, 11 Pt 23 
‘Transformer 26,27,28,29 
Fuse, 1.5 Amp 26,27,28, 
29 

Post 26,27,28,29 
‘Terminal, Plug Type 18, 
26,27,28,29,30 


‘Terminal, Plug Type 18, 
26,2728 
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Part 
Number 


173941 


177100 
17708 
171s 
177566 
178306 
178363 
178835 
178848 
178853 
178854 
178856 
178860 


178871 
178872 
179173 
179796 
179812 
179813 
180586 
180675 
181241 
181242 
181246 


181266 
181300 


181301 
181392 
181424 
181614 
181618 
181653 
181654 


181675 
181718 
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Terminal, Receptacle 
Type4 

Rectifier 4 

Diode 4 

Insulator 16,17 

Jumper, 6” Black 8,11 
Relay, Power 13 

Stud 28 

Sappressor, Spark 18 
Diode 4 

Cover, Relay 10 

Bracket, Relay 10 

Relay, Line Shunt 10 
Capacitor, 022 MFD 21, 
2 

Sleeve, 1/2 ID x 1-1/8" 
1g Inaulating 33, 

Sleeve, 1/16 1D x 1-1/4" 
1g Insulating 25 

Relay 4,27 

Chasis 20,22 

Bracket, Mounting 21,22 
Dissipator, Heat 21,22 
Sleeve, 5/82 ID x 21/32" 
ug Insulating 16,17 
Serew, No. Self-Tapping 
4)12,13,14381 

Screw w/Lockwasher, 640 
x 1/4 Hex 3,9,23,31 
Screw w/Lockwasher 6-40 
x 5/16 Hex 23 

Screw w/Lockwasher, 640 
x5/8 Hex 3,16,17 
Bushing, Insulating 16,17 
Sleeve, 3/16 ID x1" Lg 
Insulating $1 

Sleeve, 15/64 ID x1” 

1 Inaulating 24,31,33 
‘Terminal, Tab Type 8,11, 
26,27,28,29,50,33 

Nut, 6-40 Sq 16,17 
Reaistor, $60 Ohm 23 
Capacitor, 01 MFD 21 
Diode $,15,28,24,26,27, 
28,29,38 

Diode 331 

‘Transistor, Power 16,17 
Resistor, 2,000 - 10,000 
Ohm 31 


NUMERICAL INDEX (Continued) 


Part 
Number 


181810 
181814 
181819 


181843 
181848 
181849 
181891 
181892 
182182 
182193 
182284 
182501 
182510 
182520 
182523 
182539 
182540 
182611 
182630 
182631 
182632 
182643 


182644 


182647 
182648 


182669 
182716 


182782 
182733 


1g3111 
185676 


188677 
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Relay 6.7 
Capacitor, 250 MFD 3 
Connector, 15 Pt 

Circuit Card 24 
‘Nameplate 6 

Nameplate 6 

Nameplate 6 

Sloeve, 3/16 ID x 2.1/2" 
1 Insulating 13 

Sleeve, 9/64 1D x 1" Lg 
Insulating 25,33, 

Holder, Fuse 15 
Tosulator 13 

Insulator, .015" Thk 3, 
16,17 

Capacitor, 1,500 MFD 16, 
” 

Cord, Power 32,33 
Rectifier 4,27,28 
Clamp, 1-3/8" ID 
Mounting 3,16,17 
Connector, 15 Pt 
Receptacle Type 29,33 
Connector, 15 Pt 

Plug Type 18,27,31,33 
Fuse, SL-BL 3/8 Amp 16,17 
Card, Circuit 16 

Card, Circuit 16 

Card, Circuit 16 
‘Terminal, Plog Type 6,7, 
10,27,33 

Terminal, Receptacle 
Types to 10, 11,13,18, 
27,29,33 

Connector, 12 Pt Plug 
Type 27,33 

Connector, 12 Pt 
Receptacle Type 7,33 
Relay, Power 3 
Connector, 9 Pt Plug 
‘Type 6,8,10 

Connector, $0 Pt Plug 33 
Connector, 50 Pt 
Receptacle 33 

Label 16,17 

Terminal, Plog Type 7, 
810 

‘Terminal, Receptacle 
Type 33 


Description and 


Page Number = 
Plate, Identification 17 - 
Plate, Identification 11 

Plate, Identification 8, ~ 


9 
Plate, Identification 6 

mM 

Terminal, Tab Type 3,4, 
56,7,8,9,10,11,13,14,15, 
16,17,18,23,24,25,26,27, 

2831,33 

Connector, 50 Pt Plug — 
‘Type 18,26,27,28,29,50 
Connector, 50 Pt 
Receptacle Type 33 
Sumper, 4-1/2" Slate 11 
‘Terminal, Plug Type 27, 
Terminal Receptacle 
‘Type 33 

Nut, Spoed 2 

Screw, 8-32 Spl 2 

Cover 20,22 

Capacitor, 1 MFD 20,22 
Choke, 70 Ohm 21,22 
‘Transformer 20,22 
Bushing, Shoulder 21,22 
Diode 21 

Diode 21 

Resistor, 100 Ohm 20,22 
Resistor, 600 Ohm 20 
Resistor, 800 Ohm 20,22 
Block 21 

Camp 20,22 

Driver Assembly, 
Selector Magnet 1,20,21 
Bracket, Resistor 20,22 
Keyer Assembly, Low 
Level 1,20,21 

Spacer, .125” Thk 20,22 
Rectifier Assembly 1,22 
Varistor Assembly 21 
‘Transistor 21 

Post 21,22 

Washer, Insulating 21 
Washer, Insulating 21,22 
‘Stud 20,22 

‘Terminal 21,22 

Socket, 3 Pt 20 
Connector w/Guide Slot 18 
Plate, Mounting 13 


193417 


193418 


193424 


193465 


193467 


193485 


194584 
194982 


194990 
195153 
195242 
195243 
195244 
195245 


198272 
195273 
195614 
198862 
195863 


198864 
198939 
195940 
197020 
197025 


197027 
197028 
197029 
197081 


197043 
197053 


197084 
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Nut, Speed 4,12,13,14,16, 


Plate, Mounting 14 
Jumper, 3/4" Black 33 
Jumper, 13"* Green 27,33, 


Resistor, 350 Ohm 4,23,27 
ip, Connector 18,26,27, 
28,29,30 


Sleeve, 1/2 1D x 1-1 
Lg Insulating 11,16,17,25, 
26,27,28,29 

‘Screw, 6-40 Spl 21,22 
Bushing 21,22 

Pin, Key 31,33 
Connector, 2 Pt Phag 33 
Connector, 2 Pt 
Receptacle 33 

‘Terminal 33 

Cover 2 

Stud 2,12 

Board, Terminal 2 

Stop 2,5 to 12, 15,17, 
23,24 

Jumper, 9" Black 33 
‘Terminal 2 

Cable w/Terminals 6 
Connector, 3 Pt 
Receptacle 6,7,9,11 
Board, Terminal 2 

Driver Assembly, Selector 
Magnet 
Jumper, 5” Black 26,27, 
28,38 
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Plate, Mounting 6,8,10 
Panel Amembly, Relay 1, 
26 

Panel, Relay Mounting 26 
Plate 26,27,28 

Container 2,3 

Cable Assembly 14,23 
Board, Terminal 2 

Power Supply 1,14 
Cover 2 

Card, Circuit 14,23,26, 
2728 

Jumper, 3" Black 3,27, 
3 


Card, Circuit 26 
Jumper, 5” Black 33 
Resistor, 800 Ohm 27 
Card, Circuit 26,27,28 
Card, Circuit 26,27,28 
Card, Circuit 26,27,28 
Card, Circuit 26,27,28 
Card, Circuit 30 

Cable Assembly 26,27,28 
(Cable w/Terminals 26,27, 
28,2930 

Bracket, Relay 6,7 
Cover, Relay 6,7 
Insulator, Terminal 
Block 6,7 

Card, Circuit 26,27,28 
Resistor, 100 Ohm 3 
Plate, Mounting 5 
Bracket, Mounting 19 
Connector, 15 Pt 
Circuit Card 4,14,15,16, 
23,26,27,28,29 

Key, Polarizing 4,14,15, 
16,24,26,27,28,29 

Plate 14 

‘Screw w/Lockwasher, 6-40 
x 5/16 Hex 18 

‘Jumper, 8” Black 3,33 
Card, Circuit 21 

Card, Circuit 21,22 
Diode 22 

Post, White Insulated 
2122 

Post 21 

Post 22 
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199352 


199392 


199394 
199396 
199879 
301650 
301651 


301662 
301666 
301669 
301675 
301713 


301718 
301719 
301720 


301725 
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Post 22 
Cover 21 

Cover 21 

Cover 21 

Cover 22 

Cover 22 

Post 21,22 

Cable w/Terminals 22 
Card, Circuit 21 

Bar, Spacing 19 

Cable w/Terminals 4 
Relay Assembly 4 
Bracket, Mounting 4 
Relay 4,27 

Cable w/Terminals 4,27 
Connector, 6 Pt 
Receptacle Type 6.7.8, 
9,10,11,13, 

Jumper, 16" Yellow 6,7, 
89,10,11,13 

Jumper, 16" Purple 6,7, 
8,10,11,13,33, 
Transformer Amembly, 
Copylight 1,13 
‘Transformer 6,7,9,10,11, 
13 

Distribution Assembly, 
Power 1,6 

Plate Assembly, Relay 1, 
4 


Insulator 2 
Washer, Insulating 2 
Insulator 2 

Jumper, 9” Black 33 
Bracket 19 

Resistor Assembly 14 
Distribution Amembly, 
Power 1,6 

Plate, Mounting 19 
Plate 14 

Cable Assembly 14 
Cable Assembly 6 
Connector, 2 Pt 
Receptacle 6,8,51,32 
Card, Circuit 18 
Card, Circuit 18 
Connector, 30 Pt 
Card 18 

Relay Assembly 1,18 
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Plate w/Bracket 18 
Plate 18 

Cable Assembly 18 
Clamp 18 

Post 18 

Card, Circuit 18 

Plate, Connector 32 
Plate Assembly, 
Connector 1,32 
Container 2,3 

Card, Circuit 27,28 
Clamp 33 

Keeper 33 

Relay 26,27,28,29 
‘Transformer 25 

Plate, Clamp 2,5,6,7,8, 
9,10,11,12,15,17,23,24 
Board, Terminal 12 
Jumper, 2" Brown 20 
Jumper, 2" Purple 20 
Washer, Insulating 21,22 
Cable w/Terminals 25 
Rectifier Assembly 1,25, 
Capacitor, .22 MFD 22 
Post, White Insulated 22 
Mounting Plate, Relay 12 
Board Assembly, 
Terminal 1,12 

Relay Assembly 1,5 
Cable w/Terminals $ 
Regenerator Assembly, 
Signal 1,15 

Driver Assembly, 
Selector Magnet 1,17,28 
Cable w/Terminals 17 
Card Circuit 17 

Plate, Mounting 17 
Plate 17 

Cover 12 

Capacitor 23 

Strip, Terminal 30 
Jumper, 6" Black 18,27, 
33 


Diode 17 

Strip, Terminal 17 
Cord, Power 11 
Panel Assembly 1,31 
Plate, Mounting 31 
Cable Assembly 31 
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311406 


311435 
312325 
312326 
312329 
312333 
312351 


312882 
312383 
312363 
312364 
312365 
312369 


312382 
312386 
312389 
312891 
312392 
312407 
312413 


312414 
312415 
312416 
312417 
312684 
315627 
315647 
315999 
318835, 
319287 


319258 
319268 
320255 


320256 
320262 
320265, 
320266 
320410 
320412 
320416 


320418 
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Terminal, Receptacle 
‘Type 16,17 

Insulator 31 

Card, Circuit 15 

Cable w/Terminals 15 
Bracket, Fuse 17 
Transformer 15 

Driver Assembly, 
Selector Magnet 1,16 
Card, Circuit 16 

Cable w/Terminals 16 
Card, Circuit 30 

Card, Circuit 30 

Switch, Foot 30 

Panel, Relay 

Mounting 30 

Chassis 9 

Bracket, Connector 29,30 
Module Assembly 1,50 
Plate 15 

Bracket 15 

Module Assembly 1,29 
Panel, Relay 

Mounting 29 

Board, Terminal 29 
Card, Circuit 29 

Card, Circuit 29 

Card, Circuit 29 

Jumper, 5" Black 33 
Cable w/Terminals 9 
Cable w/Terminals 9 
Bracket 17 

‘Transistor 24 
Distribution Assembly, 
Power 1,7 

Plate 7 

Cable w/Terminals 7 
Distribution Assembly, 
Power 1,8 

Cable Assembly 8 

Board, Terminal 2 
Jumper, 24" Green 24,33 
Cover 2 

‘Terminal, Spade Type 13 
‘Terminal, Spade Type 33 
Terminal, Ring Type 16, 
17.20.22 

‘Terminal, Ring Type 6,7, 


89,11,13,26,27,28,29,30, 


31,3233 


Part 
Number 


320420 


321338 
323029 
323030 
323047 
323048 
323050 
323055 


323056 


323079 
323606 
324499 
326608 
326609 


326612 
326614 
326623, 


326628 
326635, 


326636 
32740 
327797 
‘328092 
328093, 
328098 


328099 
328100 
328191 
328192 
328193, 


328197 
328345 
328366 
328811 


330781 
330782 
330792 
332693, 
332879 
332999 
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Terminal, Ring Type 16, 
” 

Board, Terminal 2 
Cable w/Terminals 25 
Cable Assembly 24 
Cable w/Terminals 9 
Cable w/Termninals 24 
Rectifier Assembly 1,25 
Plate Assembly, Relay 1, 
24 

Distribution Assembly, 
Power 1,9 

Plate 24 

Diode 24 

Terminal 33 

Panel Assembly 1,24,27 
Distribution Assembly, 
Power 1,10 

Diode w/Terminals 3 
Cable w/Terminals 10 
Panel, Relay Mounting 24, 
2 

Bracket 27,28 
Network, Spark 
‘Suppression 3 

Jumper 3 

Panel Assembly 1,24,28 
Board, Terminal 28 
Board, Terminal 2 
Cover 2 

Distribution Assembly, 
Power 1,7 

Cable w/Terminals 7 
Panel 28 

Sumper, 12" Black 33 
Samper, 15" Red 33 
Resistor w/Terminals, 
4.0hm 28 

Insulator 2 

Plate, Mounting 11 
Diode w/Terminals 3 
Distribution Assembly, 
Power 1,11 

Shield, Transformer 16,17 
Shield, Transformer 16,17 
‘Transformer 16,17 
Relay Assembly 1,13 
(Cable w/Terminals 13 
Driver Assembly, 
Selector Magnet 1,16 


Number 


333480 
334089 


334090, 
334100 


334131 
334132, 
334139 
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Rectifier Assembly 3 
Resistor w/Terminals 27, 
28 

Card, Circuit 24 

Power Supply Assembly 1, 
24,27,28 

‘Transformer 24 

Diode 24 

Capacitor 24 
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334140 
334141 
334429 
334433 
334434 
334435, 
336379 
342113 
343470 
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Card, Circuit 24 
Capacitor 24 
Board, Terminal 2 
Board, Terminal 2 
Cover 2 

Insulator 2 
Adapter 

Relay 3 

Label 6,9 
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Power Supply Assembly 31 
Relay 23, 

Relay 23 

Cable w/Terminals 23 
Plate 23 

Board, Terminal 2 

Plate Assembly, 

Control Relay 1,25 
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